
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



591 February 19, 1015 

Sbc. 21. It shall be the duty of all property owners or tenants occupying premises 
upon which manure of any kind accumulates to provide closed boxes, bins, or other 
receptacles therefor, and said receptacles shall be emptied promptly and completely 
■when full and the contents thereof disposed of in a manner satisfactory to the board of 
health. 

Sec. 22. Every person, firm, or corporation violating any of the provisions of this 
ordinance shall, on conviction thereof, forfeit and pay into the city of Michigan City 
not less thaajpi or more than $25, together with costs of prosecution. 

MONTCLAIR, N. J. 
Wood Alcohol-Sale of. (Reg. Bd. of H., Dec. 8, 1914.) 

Article 2, section 1, of the sanitary code was amended by adding thereto the follow- 
ing clause: 

"The sale or exposure in a public place of wood alcohol, either with or without 
thejadmix^ure of other liquids, is hereby declared to constitute a nuisance unless 
the container in which it is sold or exposed is conspicuously labeled 'Poison,' " 

Home Laundries— Registration Required. (Reg. Bd. of H., Dec. 8, 1914.) 

Article 2, section 1, of the sanitary code was amended by adding thereto the follow- 
ing clause: 

"Every person who does laundry work in his (her) home as a gainful occupation 
shall register his name and address at the office of the board of health, and the doing 
of such laundry work under conditions that are not approved by the board is hereby 
declared to constitute a nuisance." 

Foodstuffs— Persons Engaged in Handling— Certificate of Health Required. (Reg. 
Bd. of H., Dec 8, 1914.) 

Article 7, section 10a, of the sanitary code was amended by adding thereto the 
following clause: 

"No person shall hereafter engage in the manufacture for sale of bread, pastry, 
candy, ice cream, or any other article of food in the town of Monclair or handle any 
food that is to be served to customers in a restaurant, hotel, or school until he has 
filed with the board of health a certificate signed by a regularly licensed physician, 
who is approved by the board, that all persons who come in contact with the food 
that he so manufactures or handles, while it is being manufactured, stored, or handled 
by him, have been examined by the said physician within 30 days and show no evi- 
dence of any communicable disease. Such examination shall include any tests that 
the board may, by resolution, prescribe. Like certificates must thereafter be filed 
every three months on the first days of January, April, July, and October of each 
year based upon examinations that have been made of all such persons during the 
previous month, and additional certificates must be filed for all new employees as 
soon as they begin their duties. All certificates must be on forms furnished by the 
board and must give the name of every person examined. On request the board of 
health will designate a physician who will make such examinations and furnish such 
certificates without expense to the applicant." 

Milk and Cream— Production, Care, and Sale. (Reg. Bd. of H., Dec. 8, 1914.) 

Article 8, section 1, of the sanitary code, was amended by inserting the following 
clauses: 

"Any person desiring to engage, either as principal or agent, in the production, sale, 
or distribution of milk or cream within the town of Montclair may make application 
therefor to the board of health upon blanks to be furnished by the board, setting forth 
the locality from which such person or persons procure the milk or cream, also a full and 



